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SUBJECT: US-POLAND BILATERAL AIRWORTHINESS AGREEMENT 

1. FJ. KARNOWSKI, FAA BRUSSELS, ON JULY 14 COMPLETED 

HIS INSPECTION OF LIGHT AIRCRAFT FACILITIES IN MIELEC AND 
WARSAW (OKECIE). AT WRAP-UP MEETING WITH REPRESENTATIVES 
OF THE CENTRAL CIVIL AVIATION ADMINISTRATION (CCAA) AND 
PEZETEL, KARNOWSKI SAID THAT THIS INSPECTION HAD ADE- 
QUATELY COVERED THE SCOPE OE HIS VISIT, NAMELY, THE 
EVALUATION OF POLISH DESIGN CAPABILITIES FOR LIGHT AIR- 
CRAFT. HE SAID THE INFORMATION PROVIDED AT MIELEC AND 
OKECIE WILL HOPEFULLY SATISFY THE REMAINING QUESTIONS 
WHICH WASHINGTON HAD POSED FAA BRUSSELS CONCERNING THE 
INCLUSION OF POLISH LIGHT AIRCRAFT IN THE BILATERAL 
AIRWORTHINESS AGREEMENT. 

2. MR. MISIOREK, DEPUTY DIRECTOR OE THE CCAA, ASKED HOW 

THE CCAA SHOULD PROCEED WITH THE FAA CONCERNING VALIDATION 
PROCEDURES FOR THE IMPLEMENTATION OF THE BILATERAL AGREE- 
MENT. KARNOWSKI EXPLAINED THAT EINAL VALIDATION PROCEDURES 
HAVE NOT YET BEEN SPECIFIED AND THAT THIS VALIDATION PROCESS 
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FICATION. 

3. MR. KARNOWSKI THANKED THE CCAA AND PEZETEL REPRESENTATIVES 
FOR ARRANGING SUCH A THOROUGH SCHEDULE. KARNOWSKI WILL BE 
SUBMITTING HIS REPORT ON THE VISIT NEXT WEEK THROUGH THE FAA 
OFEICE IN LOS ANGELES. 

4. EMBASSY COMMENT: WE HAVE NOT PROMISED THE POLES THAT 
LIGHT AIRCRAFT CAN, AS A RESULT OF THIS INSPECTION, BE 
INCLUDED IN THE BILATERAL AGREEMENT. THEY HAVE, HOWEVER, 

BEEN LEFT WITH A STRONG IMPRESSION THAT THIS IS THE CASE. 

FOR EXAMPLE, THE POLES WERE VERY KEEN TO KNOW WHY ONLY ONE 
FAA OFFICIAL CAME FOR THE INSPECTION. WE HAVE EXPLAINED 
THAT THIS WAS POSSIBLE SINCE THE FAA DELEGATION OF MAY 
1975., WAS ABLE TO COVER SO MANY OE THE QUESTIONS ON LIGHT 
AIRCRAFT. THE POLISH EMBASSY IN WASHINGTON HAS ALSO INDI- 
CATED THAT IT BELIEVES THE BILATERAL AIRWORTHINESS AGREEMENT 
CAN BE SIGNED IN AUGUST. AETER RECEIPT AND APPRAISAL OF 
MR. KARNOWSKI'S REPORT, PLEASE INFORM THE EMBASSY WHETHER 
LIGHT AIRCRAFT CAN BE INCLUDED IN THE POLISH ANNEX AND 
WHETHER AN AUGUST SIGNING APPEARS POSSIBLE. 
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